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Section 8 Schematics 

Fig 8.1 DD500 Block Schematic 
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Fig 8.3 DD500 PCB Layout 



!OQ<l 




DD500 User Manual Issue 8811 Page 23 





Fig 8.2 DD500 Circuit Diagram 
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